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COST SUMMARY 


FOG, 3-Channel Data Reduction Spares 


Previous Present Estimated Total 
Rack Estimated Estimated Difference Previous Present Estimated Amount 
Designation Quantity Cost per Rack Cost per Rack Per Rack Total Amount Total Amount of Difference 
A 4 3460.00 3021.61 438.39 13,840.00 12,086.44 (1753-56) 
B mn 1802.00 1819.11 oh a 7208 .00 7276.44 68 yy 
Cc 9 3026.00 3069.79 43.79 27 , 234.00 27,628.11 394.11 
F 11 1941.00 1987 .20 46.20 21,351.00 21,859.20 508.20 
DEPOT a! 10,612.00 10,667 .83 55.83 10,612.00 10,667.83 55-83 
80,245.00 79,518.02 (726.98) 
Fee at 8.25% 6620.22 6560.24 (59.98) 
Total Estimated Cost Including Fee 86,865.22 86,078.26 (786.96) 
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COST SUMMARY 


Project, 3-Channel Data Reduction Spares 


Previous Present Estimated 
Estimated Estimated Difference Previous Present Estimated Amount -- 
Rack Designation Quantity Cost per Rack Cost per Rack per Rack Total Amount Total Amount of Difference { 
A 6 3460.00 3021.61 4.38.39 20,760.00 18,129.66 (2630. 34) 
B 6 1802.00 1819.11 bby 6 BB 10,812.00 10,914.66 102.66 
C 5 3026.00 3069.79 43.79 15,130.00 15,348.95 218.95 
F 5 1941.00 1987.20 46.20 9705.00 9936.00 231.00 
DEPOT 9: 10,612.00 10,667.83 55.83 10,612.00 10,667.83 55.83 
67,019.00 64,997.10 ($2021.90) 
Fee at 8.25% 5529.07 5362.26 (166.81) 
Total Estimated Cost Including Fee 72,548.07 10, 359-36 (2188.71) 
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